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GE0•B•(2AR.PE^fTER S SO. 

GENUINE REED VISES 



REED C03IBINATI0N PIPE VISES 
With Solid Pipe Jaw 


Fig. 931A. Stationary 


Fig. 931B. Swivel. 


For severe service, and having ample cross section at all points where metal is needed. Solid 
;ool steel pipe jaws, oil tempered with front jaw rcveisible. The main nut has a milled base which 
its into a milled slot in the body. All jaws have hardened tool steel facings. All parts finished to 
imit gauges, and interchangeable. The swivel base improved by lugs on the base pla,te so that it 
nay be securely bolted to the bench, instead of using wood screws. 


CAPACITIES—LISTS 


Vuniber, Stationary . 

Viiniber, Swivel. 

931 

31 

932 

32 

933 

33 

934 

34 

Width of Jaw.inches 

Capacity, Pipe . . 

Weight, Stationary.pounds 

Weight, Swivel. " 

Price, either style. each 

Price, Jaws (three).per set 

Vs to 2% 

45 

46 

$16.00 

1.25 

" '~4 i^ 

Vs to 31/2 
70 

72 

$22.00 

i:50 

5 

Vs to 4V2 
115 

119 

$32.00 

1.75 

6 

Vs to 6 
170 

178 

$45.00 

2.50 


GENUINE REED COAGHMAKERS’ VISES 



Fig. 124. Fig. 224. 


LIST 


No. 

style of Base 

Weight, pounds 

WUllh Jaw, inches 

Opens, inches 

List Price 

124 

Stationary 

44 

1 4 

* 7 

$ 8.50 

121 

Stationary 

61 

4^ 

11 

10.00 

224 

Swivel 

52 

4 

7 

10.50 

224^^ 

1 Swivel 

68 

4^2 

11 

12.“0 
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Geo-B CarpeM’ter s eo 


GENUINE REED MACHINISTS’ VISES 


Reed Solid Jaw Stationary Base Vise 



Fie, 101 


No. 

1 Width Jaw 

1 inches 

opens 

inches 

Weight 

lbs. 

1 List 

I Price 

102 

2 

3 

11 1 

$4.75 

102^^ 

’ 2y2 

sya 

14 

5.25 

103 

3 

4 

22 ' 

6.00 

1031^^ 

CO 

5 

29 ' 

7.00 

104 

4 

6 

41 

8.50 

1041^ 

4y2 

7 

54 1 

10.00 

105 

5 

8 

71 > 

13.00 

1051,^ 


9 

105 

18.50 

106 

6 

10 

128 

25.00 

107 

7 

12 

174 

37.50 

108 

8 

12 

248 

50.00 

109 

1 9 

13 

290 

62.50 


Reed Swivel Jaw Stationary Base Vise 



Fig. 302 


No. 

Width Jaw 1 

inches ) 

Opens 

inches 

WeiRht 

lbs. 

List 

Price 

302 

2 ’ 

to 

13 1 

$5.00 

3021,^ 

2V2 

3 

17 ' 

5.50 

303 

3 

31/2 

25 

6.25 

303^6 

3^! 

4 

34 

7.00 

304 

4 

4% 

48 

9.00 

3041,^ 

4% 


64 

10.50 . 

305 

5 

6^! 

82 

14.00 

305^6 

sya 

7% 

116 

17.00 

306 

6 

9 

141 

24.00 

307 

7 

11 y2 

198 

30.00 

308 

8 

12 

273 

40.00 


Reed Solid Jaw Svvdvel Base Vise 



Fig. 202 


No. 

Width Jaw 
inches 

Opens 

inches 

Weiffht 

lbs. 

List 

Price 

202 

2 

3 

13 

$5.75 

202^^ 


31/2 

18 

6.50 

203 

3 

4 

28 

7.50 

203^^ 

^ 3y2 

5 

36 

8.75 

204 

4 

6 

49 

10.50 

2041 ,^ 

4y2 

7 

64 ! 

12.50 

205 

5 

8 

87 

16.00 

205^^ 

51/2 

9 

! 118 

22.00 

206 

6 

10 

1 147 

30.00 

207 

' 7 

12 

' 203 

42.50 

208 

8 

12 

278 

55.00 

209 

9 

13 

324 

67.50 


Reed Swivel Jaw Swivel Base Vise 



Fig. 402 


No. 

tVidth flaw 
inches 

Opens 

inches 

Weight I 

lbs. 1 

I List 

1 Price 

402 

2 


15 : 

$6.25 

402^^ 

21/2 

3 

20 

6.75 

403 

3 

3% 

30 

7.50 

4031 ^ 

3y2 

4 

41 

8.50 

404 

4 

4% 

56 

10.50 

404^^ 

4y2 

51/2 

72 

12.50 

405 

5 

61/2 

98 

16.00 

405^^ 

5 ^ 

7% 

138 

19.00 

406 

6 

9 

157 

27.00 

407 

7 

11 y2 

218 

35.00 

408 

8 

12 

300 

45.00 


















































